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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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IS: 8262 (Part I) -1976 




Indian Standard (Reaffirmed 2003) 

SPECIFICATJON FOR 
QUICK^RELEASE COUPLINGS FOR VACUUM PIPELINES 

PART i SCREWED TYPE 



1. Scops'— Specifies the dimensions of quick-release coupliags of the screwed type as used in 
vacuum technology, as well as those of the ' O' rings and the insert which are associated with these 
couplings to ensure coupling tightness. General information regardina the assembly of the 
coupling is given in Appendix A. 

2. Dimensions 
2.1 Coupling 
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Note — A surface finish ef at least 1;6 y.m fortiie sealing surface should be used. 

All dimensions in millimetres. 
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'Dimensions for pipe threads for fastening purposes. 
tThese values are for guidance only, 
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2.2 Insert 
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All dimensions in millimetres. 
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All dimensions in millimetres. 
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Note — ' ' Ring should have a shore hardness of 65° shore. 
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3- Designation — A coupling of nominal bore 10 shall be designated as; 

Coupling 10 IS : 8262 
4. Marking — Manufacturer's name or trade-mark, size, year of manufacture, 
4.1 ISI Certification Marking — DetaWs available with the Indian Standards Institution. 

APPENDIXA 

( Clause 1 ) 
ASSEMBLY OF CLAMPED AND SCREWED QUICK-RELEASE COUPLINGS 
A-1. Screwed Quick-release Coufxiing — The assembly is shown below: 




A-2. Screwed-to-Clamped Quick-release Couplings— The screwed quick-release coupling is 
interchangeable with the clamped quick-release coupling tailpiece conforming to IS : 8262 ( Part W )- 
1976 * Specification for quick-release couplings for vacuum pipelines: Part II Clamped type '. 
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£XPLANATORY NOTE 

This standard (Part I) is based on ISO/DIS 2861/1! 'Vacuum technology — Quick release 
couplings — Dimensions — Part II Screwed type' issued by the International Organization for 
Standardization, 
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